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TF*? 4lHI PlMH 
i4’li c P 19 2005 

t. \ !6/53/2001/f^r.2(^<ia) — «h*talO 41 HI 

(TTT^nT 0 !) f4fWT, 1950 ^ 105 ^ fFPt 

VlfcKI'-cif H^lPl^l^ WF C ^<'1 4^ 4 ^M^Kl TF^ 4lHl 

f=FR f^lRT 25 3T$vT 1951 ^ 4 Hlftd ^ 

tNf^T ^ 3 <T*IT HtflPH^I'h' ^ 3n^?F HOHI I024(^t) 

23.5.1983 SRI 4 3TFt #4t W) T R 3 

SRT P-fHErlfa fl ISte ^ T TFT^t ^ ^ 

P-iHPdP^d f4P«T cT^F ^4cblPrl«F fafacStl P'1341 ^ e M < Ji4$ u l 

cr 4 ci^, 4t ^ 'ft, 3*1 tf^ 3^h<mk 

SRT ftsfe &{ ^ fpF 41 HWifi °MP«Rit WR®T TfrajT ^ 
cT«IT TJc^T W 3 !-^ RT 37Ft W 3 !- 1 ^ 

T^frfr cRp 41 TRpRH ^ PrTR f^f4>cRT asfaehlfl ^ ^ 
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EMPLOYEES' STATE INSURANCE CORPORATION 
New Delhi, the 19th October 2005 

No. U-16/53/2003/Med. II/(Guj) .—In pursuance of the 
resolution passed by ESI Corporation at its meeting held on 
25.4.1951 conferring upon the Director General the powers 
of the Corporation under Regulation 105 of the ESi (General) 
Regulation, 1950 and such powers further delegated to me 
vide Director General's Order No. 1024(G) dated 23.5.1983,1 
hereby authorize the following doctors to function as Medical 
Authority at a monthly remuneration in accordance with the 
norms w.e.f. the date given below for one year or till a full 
time Medical Referee joins, whichever is earlier, for centres 
as stated below for areas to be allocated by State Medical 
Commissioner, Ahmedabad for the purpose of medical 
examination of the insured person and grant of further 
certificates to them when the correctness of the original 
certificate is in doubt:— 

Name Period Name of Centre 

Dr. J. M. Doshi 29.10.2005 to 28.10.2006 Darriapur 

Dr. D. I. Chau han 10.5.2005 to 9.5.2006 Surat 

Dr. KAMLESH KALRA 
Medical Commissioner 
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